THE    NEW    TRINITY    LUTHERAN    CHURCH,  ROCKFORD, 
ILLINOIS.  Located  at  200  North  First  Street  in  downtown 
Rockford.    Congregation    Founded    in     1895.  Georgian 
Colonial  structure  with  air-conditioning  and  indirect  li 
ing  in  Sanctuary.  Completed  1956.  Cornerstone  from 
lehem,  Palestine,  Birthplace  of  Jesus  Christ. 
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